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Sebi 
DPD-6912-59 
3 Ostober 1959 


Deas’ Bill: 


Under Contract A-101, Contractor states you were 
shipped + MP-10406 System 1 Power Supply C IT units. 
fais was an overshipment to you and should be forwarded 


te Bot to complete his deliveries. 
Would you ¢heck this probles for us? 
Very truly yours, 


NX 
Me? 
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